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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 122354 
ORIGIN EUR- 12 

INFO OCT-01 ISO-OO OES-07 NRC-05 /025 R 

DRAFTED BY EUR/RPE:WRSALISBURY:MAB 
APPROVED BY EUR:R D VINE 
EUR/NE:W NEWLIN (SUBS) 

OES/NET:W MOFFITT (SUBS) 

USNRC:M COHEN (INFO) 

089234 130115Z/66 

O 122346Z MAY 78 
FM SECSTATE WASHDC 
TO AMEMBASSY BRUSSELS IMMEDIATE 
INFO AMEMBASSY THE HAGUE IMMEDIATE 

CONFIDENTIAL STATE 122354 

USEEC 

E.O. 11652: GDS 

TAGS: ENRG, TECH, NL, EEC 

SUBJECT: PHYSICAL SECURITY MEASURES AT THE PETTEN NUCLEAR 
FACILITY 

REF: (A) STATE 1 1547; (B) THE HAGUE 2577 

IN VIEW OF GON PREFERENCES CONVEYED REF B, MISSION AUTHOR- 
IZED TO PASS NRC QUESTIONS FOUND IN PARA 2, REF A TO 
APPROPRIATE COMMISSION OFFICIALS. IN DOING SO, MISSION 
SHOULD STRESS SENSITIVITY OF ISSUES INVOLVED, AND MAKE 
POINTS FOUND IN PARAS 3 AND 4 OF REF A. YOU MAY ALSO 
MENTION THAT WE HAVE GIVEN A COPY OF THE NRC QUESTIONS TO 
THE GON, BUT AVOID GETTING INTO THE ISSUE OF DUTCH/EC 
"COMPETENCE" MENTIONED REF B. VANCE 

CONFIDENTIAL 
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Legacy Key: Iink1978/newtext/t19780562/aaaacart.tel 

Line Count: 47 
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